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02 RELEASE UADER THE PRESIDENT JOHN F. KENNEDY ASSASSINATION RECORDS ACT OF 1992 | 
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OFFICE OF SECURITY NOTICE NO, 63-13 


FOR > All Oftice of Security Employees 


L 


SUBJECT : Locetion of Personnel. 


‘« 
« 


‘ The following persornel location changes are effective . ee 
12 August 1965: ; - 


Narre Room Telephone : : 
28 : : Ste a 
(Chester C. Crawford _ 4E-70° 7942 a 
Jack S. Turton 4E-12 6821 _ 3 
James McCord 1200 Alcott 2533 
James Pl O'Connell 4E-70 6746 : 
Harlan A. Westrell 4E-58 7961 


(temporarily leceted 
Room 4E-€0, »-78=2) 
N. Harris Lyor 


4E~-58 
William A. Csborne 1F-+-16 
(ermal P. Geiss )93 4E-60 
Ecward 3. Keane 3E.~54 
Relph O. Trve 4E42- 

Ow 

Director of 

as Group I 
. are . Excluded from automatic 


cowngrading and _ 
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